Read This First 


HP 4x Fabric Copper Cable Minimum 
Bend Radius 

Handling or installing an InfiniBand technology cable in a manner that results in 
a tight bend radius or excessive twisting can result in immediate or latent failure 
of the cable. The table and sketch below show the minimum bend radius to 
prevent problems with the HP lm 4x Fabric Copper Cable (376229-001), HP 
3m 4x Fabric Copper Cable (376229-002), and HP 5m 4x Fabric Copper Cable 
(376229-003). 



Part number 

Length 

R1 - Minimum bend 
radius at the connector 

R2 - Minimum bend radius 
away from a connector 

376229-001 

1m 

>4.6" (11.68 cm) 

> 2.3" (5.84 cm) 

376229-002 

3m 

>4.6" (11.68 cm) 

> 2.3" (5.84 cm) 

376229-003 

5m 

>4.6" (11.68 cm) 

> 2.3" (5.84 cm) 
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